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TEN LITTLE INDIANS 


CAST 


(In order of appearance) 
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*Member Actors’ Equity Association 


The action of the play takes place in the early 1930’s. 
The living room of a house on Indian Island, 
off the coast of Devon, England. 


Act I 
A summer evening in August 


Act Il 
Scene I - The following morning 
Scene II - The same day, afternoon 


Act Il 
Scene I - The same day, evening 
Scene II - The following afternoon 


There will be two ten minute intermissions 


The use of cameras and/or recording devices is strictly prohibited 
The River Rep is a division of Fanfare Theatre Ensemble, Ini 


